exp6              Tap               distilled               rain           river
25'c is            8.10             8.78                      9.11          8.2
35'c               5.46              6.77                     7.05           5,23
45'c                5.92              6.30                   7.40            6.00
 
after cooling   8.10                   8.78                 9.11           8.2
 
 
exp 7
t= 30,     35      ,40   , 45,     50,    55,      60
v=0.2,    0.4,    0.6,    0.8,    1.1,   1.3     ,1.6
 